To:  Ruhl,  Christopher[Ruhl. Christopher@epa.gov] 

Cc:  Foster,  Althea[Foster.Althea@epa.gov] 

From:  Crow,  David 

Sent:  Wed  8/12/2015  12:45:30  AM 

Subject:  RE:  Toll  free  number  for  Gold  King 


Yes.  All  is  good. 


From:  Ruhl,  Christopher  [mailto:Ruhl.Christopher@epa.gov] 
Sent:  Tuesday,  August  11,  2015  5:59  PM 
To:  Crow,  David 
Cc:  Foster,  Althea 

Subject:  Fwd:  Toll  free  number  for  Gold  King 


David  the  line  is  live.  Are  you  ready? 

Sent  from  my  iPhone 
Begin  forwarded  message: 

Subject:  Toll  free  number  for  Gold  King 

We  have  confirmed  that  the  toll-free  number,  844-607-9700,  is  operational  and  it  is 
forwarded  to  the  person  designated  to  handle  the  calls.  Please  advise  if  the  designee  or 
that  number  changes  so  that  we  can  change  the  forwarding. 

Sent  from  my  Windows  Phone 


CONFIDENTIALITY : This  email  and  attachments  may  contain  information  which  is 
confidential  and  proprietary.  Disclosure  or  use  of  any  such  confidential  or  proprietary 
information  without  the  written  permission  of  Weston  Solutions,  Inc.  is  strictly  prohibited.  If  you 
received  this  email  in  error,  please  notify  the  sender  by  return  e-mail  and  delete  this  email  from 
your  system.  Thank  you. 
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